NAVAL  RESEARCH  LAB  WASHINSTON  DC  F/6  9/5 

ON  THE  EQUIVALENCE  OP  THO-OIMENSIONAL  AND  ThREE-DIMCNSZONAL  MUL-^TC(U) 
JUL  al  J  P  SHELTON 

UNCLASSIFIED  NRL-e*»93  NL 


fOK  FUCSf^ 


LEVEL 


NRL  Report  8493 


On  the  Equivalence  of  Two-Dimensional  and 
Three-Dimensional  Multibeam  Microwave  Lenses 


J.  P.  Shelton 

Ekctromagnetics  Branch 
Radar  Division 


July  17,  1981 


s 


DTIC 

ELECTEI 


JUL  29  1981  1  p' 

IM  f 


NAVAL  RESEARCH  LABORATORY 
Washington,  D.C. 


Approved  for  public  release;  distribution  unlimited. 


81  7  28  039 


'H-( 


*iFrilf|TY  AttirrrrnTmi  n''  this  page  <H^an  Omim  Enlnt^aj 

I  REPORT  DOCUMENTATION  PAGE 


L. 


1  report  number 

NRL  Report  8493 

4!  title 


|2  GOVT  ACCESSION  NO. 


ON  THE  EQUIVALENCE  OF  TWO-DIMENSIONAL  AND 
1'HREE-filIMENSIONAL  MULTIBEAM  MICROWAVE 


LENSES 

/ 

7/  A^TTHORra; 


read  instructions 

_ BEFORE  COMPLETING  FORM 

3  RECIPIENT'S  CATALOG  NUMBER 


^  “TVpE  OF  REPOR'i  ft  PERIOD  COVERED 

^  Interim  repart  in  a  continuing 
^  NRL^oblejin^ _ 

,  6  PERFORMING  ORG.  REPORT  NUMBER 


I  ft.  CONTRACT  OR  GRANT  NUMBERr*; 


'  J.  P.  Sheiton 


19.  PERFORMINQ  organization  NAME  AND  ADDRESS 


Naval  Research  Laboratory 
Washington,  DC  20375 

Jl.  CONTROLLING  OFFICE  NAME  AND  ADDRESS  ^ 

Office  of  Naval  Research  Vi' 

Arlington,  VA  22217  ^  ' 

"u  ^NITORING  agency  N^E  a  AD^ES^^^/  dltler^t  ffom  ConfrofUntf  Oltic») 


61153N|Rlia21  fl5  4l/ 
NRL  Prdblem  53-0624-0. 

RgROim>ATg  ~ 

:  7  juijMpMsi 

•3.  number  o7  PAGES 
21 

IS.  security  Class,  (ot  thi*  r«porO 

UNCLASSIFIED 


<s«.  DECLASSIF|CAT|0N/00WN  GRADING 

schedule 


I  1ft.  distribution  STATEMENT  (oi  thl$  Report) 


Approved  for  public  release;  distribution  unlimited. 


I  17.  Distribution  statement  (ol  thm  tbttrtcf  in  Block  20,  it  diftoront  from  Report) 


Ift.  SUPPLEMENTARY  NOTES 


1 19.  KEY  WORDS  (Continue  on  reveree  eide  If  neceeeery  m\d  ltf«nrl/y  by  ftlocit  numb*r> 


Linear  antenna  arrays 
Planar  antenna  arrays 
Multiple  beams 
Microwave  lenses 


20.  ABSTM^T  fContlnu#  on  tevetee  etde  II  n«c«*«ary  end  identity  by  block  numbor^ 

iTiis  report  analyzes  the  theoretical  characteristics  of  iens-fed  multibeam  arrays.  It  is  shown  that, 
under  proper  conditions,  it  is  possible  to  achieve  identical  performance  from  two-dimensional  (2D) 
and  three-dimensional  (3D)  lenses  with  the  same  number  of  ports.  The  proof  of  this  equivalence  re¬ 
quires  several  steps.  It  is  first  noted  that  lenses  and  multibeam  networks  can  be  equivalent  in  their 
performance.  Then  it  is  shown  that  multibeam  planar  arrays  can  use  exactly  the  same  excitations  as 
linear  arrays  with  the  same  number  of  elements.  This  relationship  is  treated  in  detail  in  an  appendix. 

It  is  then  shown  that  2D  lenses  can  feed  both  linear  and  planar  arrays  and  that  3D  lenses  can  feed  — — 
_ 1 Continues! 


DD 


1473  EDITION  OF  t  NOV  99  IS  OBSOLETE 


S/N  0  10  J-0  14-  660  1 


security  classification  of  This  race  rBSxn  Dmtm  tniwAtfl 

J519SO 


Abstract  (Continued) 


^i(0.  Abstra 
^^^othli 


TOth  linear  and  planar  arrays.  Thus  the  desired  equivalence  between  2D  and  3D  lenses  is  established. 
It  is  shown  that  this  relationship  applies  to  3D  lenses  with  square  and  hexagonal  planar  arrays.  The 
location  of  the  feed  array  relative  to  the  lens  array  required  to  achieve  the  2D-3D  equivalence  is  dis¬ 
cussed.  An  experimental  demonstration  in  which  a  37-eiement  linear  array  is  fed  by  a  3D  bootlace 
lens  is  described.  Finally,  it  is  pointed  out  that  the  equivalence  relationship  holds  at  only  one  fre¬ 
quency,  because  the  path  lengths  through  the  2D  and  3D  lenses  are  different. 


ii  _ 

SCCuUlTV  CLA$$iriC  ATlON  Or  TmIS  Df 


CONTENTS 


INTRODUCTION  . 

BACKGROUND  . 

NETWORK-LENS  EQUIVALENCE 
MULTIBEAM  PLANAR  ARRAYS 

2D-3D  LENS  EQUIVALENCE _ 

A  PRACTICAL  EXAMPLE  . 

ACKNOWLEDGMENT  . 

REFERENCES . 


□ 

□ 


ON  THE  EQUIVALENCE  OF  TWO-DIMENSIONAL  AND 
THREE-DIMENSIONAL  MULTIBEAM  MICROWAVE  LENSES 


INTRODUCTION 

Microwave  lenses,  as  well  as  optical  lenses,  are  designed  and  analyzed  by  means  o!  steometrical 
optics.  Their  focusing  properties  are  determined  by  otitical  path  length  without  regard  to  wave¬ 
length  or  electrical  phase.  In  this  report  we  consider  a  i  lass  of  lens-fed  multibeam  arrays  designed 
with  gv  umetrical  optics.  We  show  that  these  lens-array  sysienib  can  be  equivalent  to  network-fed 
multibeam  arrays,  which  are  specified  strictly  in  terms  of  their  electrical  phase  properties.  Through¬ 
out  this  report  equivalent  is  taken  to  mean  “having  the  same  scattering  matrix,”  [larticularly  with 
regard  to  the  transfer  coefficients  of  a  matched  2V-port  device.  Tiiis  relationship  can  be  referred  to 
as  a  lens-network  equivalence.  Then  we  recall  a  projjerty  of  multibeam  arrays  which  makes  certain 
network-fed  multibeam  linear  and  planar  arrays  equivalent.  This  relationship  is  a  linear  array  -  planar 
array  equivalence.  These  two  relationships  can  be  applied  to  show  the  equivalence  of  two-dimensional 
and  three-dimensional  lenses.  The  principal  practical  result  of  this  final  equivalence  relationship  is 
that,  under  appropriate  condition-  i  iliree-dinamsional  lens  can  be  used  to  feed  a  linear  array  or  a 
two-dimensional  lens  can  be  used  to  feed  a  planar  array.  For  the  former  case  it  will  be  seen  that  the 
maximum  dimensions  of  the  lens  structure  are  reduced  greatly  from  the  conventional  arrangement, 
in  which  a  two-dimensional  lens  is  used  to  feed  a  linear  array. 

The  background  of  the  problem  is  described  and  descriptions  of  microwave  lenses  and  networks 
are  given  in  the  next  section.  The  third  section  is  devoted  to  the  definition  of  lens-network  equiva¬ 
lence.  The  fourth  section  discusses  the  constraints  on  multibeam  arrays.  The  fifth  section  applies 
the  array  constraints  to  lenses  to  arrive  at  the  final  equivalence  relationship.  In  the  sixth  section,  a 
practical  example  is  presented,  with  a  discussion  of  the  limitations  of  the  concept. 


BACKGROUND 

The  class  of  microwave  lenses  being  considered  in  this  report  is  exemplified  by  the  bootlace 
configuration  (also  known  as  the  Gent  or  Rotman  lens)  shown  in  Fig.  1  [1,2] .  This  antenna  system 
contains  three  arrays.  One  array  forms  the  aperture  of  the  system;  another  is  connected  to  the  feed 
ports;  and  the  third,  the  lens  array,  is  internal.  The  lens  and  feed  arrays  face  each  other  across  an 
open,  geometrical  optical-transmission  region.  The  lens  and  aperture  arrays  are  connected  by 
transmission  lines.  Thus,  the  overall  system  contains  two  transmission  regions,  one  unconstrained 
and  one  constrained.  The  lens  structure  consists  of  the  feed  and  lens  arrays  and  their  enclosed  trans¬ 
mission  region.  The  size  of  the  lens  is  the  size  of  this  region.  Each  feed  port  corresponds  to  a  direc¬ 
tive  radiation  pattern  from  the  array.  The  object  of  the  lens  design  is  to  make  the  collimation  as 
good  as  possible  for  all  beam  positions. 

In  a  two-dimensional  (2D)  configuration,  all  the  arrays  are  linear,  either  curved  or  straight,  and 
the  transmission  region  is  generally  planar.  In  order  to  achieve  improved  performance.  Wild  has  used 
a  spherical  geodesic  transmission  region  [3] .  The  2D  bootlace  lens  generates  multiple  beams  in  a 
plane  including  the  aperture  array. 
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Fig.  1  —  Uent/Rotman  bootlace  lens  (2D) 


In  a  three-dimensional  (3D)  configuration,  all  the  arrays  are  distributed  on  surfaces,  and  the 
transmission  region  is  a  volume.  The  3D  bootlace  lens  generates  multiple  beams  in  two  angular 
dimensions.  The  locations  of  the  beams  in  sine  space  correspond  to  the  locations  of  the  elements 
in  the  feed  array. 

We  have  seen  that  these  lenses  are  designed  on  the  basis  of  geometrical  optics.  However,  the 
spacings  and  locations  of  the  radiators  in  the  various  arrays  are  determined  on  the  basis  of  their 
diffraction  characteristics,  and  of  course  the  radiation  patterns  of  the  multiple  beams  involve  the 
phases  of  the  elements  in  the  aperture  array  and  the  computation  of,  at  the  least,  a  scalar  diffrac¬ 
tion  integral.  Thus,  although  the  geometry  of  the  lens,  in  terms  of  the  surfaces  and  transmission 
line  lengths,  is  determined  by  geometrical  optics,  the  performance  is  computed  by  means  of 
physical  optics. 

It  is  also  necessary  to  define  the  networks  we  are  discussing.  The  most  widely  known  multi¬ 
beam  network  is  the  Butler  matrix,  which  is  shown  in  Fig.  2  for  iV  =  8  [4,5] .  Other  network  config¬ 
urations  can  be  used,  such  as  those  of  Blass  and  Nolen  [6,7] .  All  of  these  networks  approach  ideal 
performance,  defined  by  matched  input  impedance  at  all  ports  for  the  case  in  which  all  ports  are 
properly  terminated,  perfect  isolation  among  all  ports  on  each  side  of  the  network,  uniform  power 
division  between  an  input  and  all  output  ports,  no  loss  of  energy,  and  uniform  phase  progression 
among  the  output  ports  for  any  input  port.  When  one  of  these  networks  is  connected  to  a  linear 
array,  a  perfect  multibeam  antenna  system  results:  A  set  of  antenna  patterns  with  maximum  gain 
and  minimum  angular  spacing  between  adjacent  beams  is  obtained. 
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Fij>.  2  —  Butler-matrix  network  for  A'  =  8 


NETWORK-LENS  EQUIVALENCE 

The  arrays  used  in  the  bootlace  lens  of  Fig.  1  must  be  designed  so  that  each  element  has  a  pat¬ 
tern  with  appropriate  coverage  and  gain.  Thus  each  element  of  the  feed  and  lens  arrays  must  be 
designed  so  that  its  coverage  is  limited  to  the  array  it  is  facing.  In  addition,  each  array  must  he 
designed  so  that  it  absorbs  without  reflection  any  energy  incident  upon  it  from  the  opposite  array. 
The  aperture  array  must  radiate  without  reflection  all  energy  fed  to  it  by  the  lens  array.  The  element 
spacings,  using  the  above  criteria,  are  given  by 


X 

S  ~  - .  (1 ) 

sin  Oj  -  sin 

where  X  is  the  wavelength  and  Oj  and  Og  are  the  limits  of  coverage  relative  to  the  normal  to  the  arraj 
at  the  element  [8] .  In  general,  0^  is  positive  and  's  negative.  A  practical  lens  will  not  meet  these 
requirements  perfectly.  Real  radiators  invariably  exhibit  some  impedance  mismatch,  mutual  cou¬ 
pling,  and  pattern  degradation.  However,  the  departure  from  perfection  can  be  sufficiently  small 
that  these  lenses  are  attractive  in  many  applications. 

This  author  has  pointed  out  that  a  lens  with  its  arrays  designed  according  to  Eq.  (1 )  exhibits 
performance  equivalent  to  that  of  a  multibeam  network  with  the  same  number  of  ports  1 9| .  That  is, 
the  transfer  coefficients  of  the  lens  and  the  network  are  identical  within  the  tolerance  set  by  the 
collimating  imperfections  inherent  in  the  lens.  No  proof  was  given  for  this  claim;  numerous  compu¬ 
tations  and  measurements  have  borne  out  the  network  behavior  of  appropriately  designed  lenses. 
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MULTIBEAM  PLANAR  ARRAYS 

This  author  has  discussed  the  formation  of  multiple  beams  from  planar  arrays  [10] .  It  was 
shown  that  a  planar  array  can  be  fed  by  an  ideal  multibeam  network  to  form  multiple  beams  if 
the  array  satisfies  a  “tiling”  condition.  The  tiling  condition  requires  that  the  array  can  cover  the 
infinite  lattice  of  element  positions,  with  no  gaps  or  overlap,  by  translation  of  the  array,  as  shown  in 
Fig.  2.  It  was  shown  that,  in  some  cases,  the  planar  array  can  be  fed  by  a  linear-array  feed  network. 
In  particular,  all  regular  hexagonal  arrays  with  a  triangular-element  lattice  and  all  square  arrays  with 
a  square-element  lattice  fall  in  this  category.  Thus,  the  same  phase  distributions  can  be  used  for 
these  planar  arrays  to  form  multiple  beams  as  are  used  for  a  linear  array  with  the  same  number  of 
elements.  This  linear-planar  array  equivalence  is  discussed  in  the  appendix. 


2D-3D  LENS  EQUIVALENCE 

We  are  now  at  the  point  of  establishing  the  equivalence  relationship  that  is  the  subject  of  this 
report,  the  equivalence  of  2D  and  3D  lenses.  Figure  3  shows  the  various  networks,  lenses  and  arrays 
and  their  relationships.  It  is  now  possible  to  apply  a  syllogistic  argument  that  things  equivalent  to 
the  same  thing  are  equivalent  to  each  other. 

From  the  standpoint  of  the  phase  distributions  required  to  form  multiple  beams,  we  have  seen 
that  linear  and  planar  arrays  are  equivalent.  Thus,  the  same  network  can  feed  either  array.  In  addi¬ 
tion,  a  multibeam  network  is  equivalent  to  a  2D  lens.  Therefore,  we  conclude  that  a  2D  lens  can 
feed  either  a  linear  or  a  planar  array  and  that,  since  a  3D  lens  can  feed  a  planar  array,  a  3D  lens  can 
also  feed  a  linear  array.  That  is,  under  the  proper  conditions  a  3D  lens  can  have  the  same  network 
characteristics  as  a  2D  lens.  These  conclusions  are  illustrated  in  Fig.  4. 


-  PHYSICAL  CONNECTION 

-  EQUIVALENCE  RELATIONSHIP 

Fig.  3  —  Network /lens/array  relationships 


PHYSICAL  CONNECTION 
EQUIVALENCE  RELATIONSHIP 

Fig.  4  —  2D-3D  lens  equivalence 
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We  now  consider  llie  detailed  configuration  of  a  3D  lens  that  will  be  equivalent  to  a  given  2U 
lens.  In  the  appendix  the  method  for  feeding  a  planar  array  with  a  linear-array  network  (or  e(iuiv- 
alently  a  2D  lens)  is  outlined.  The  final  derivation  in  the  a|>i)cncli.x  indicates  the  beam  locations 
that  will  be  obtained  from  the  array -network  interconnection.  Uc  note  that  tiie  beam  kx  aiion  is 
easily  and  directly  related  to  the  feed  location  fon-ithcra  2D  ora  3D  kns.  Thus,  ilic  latiiie  ol 
beam  locations  is  duplicated  by  the  lattice  of  feed  I'osiiions.  In  tlic  case  of  the  hexagonal  array,  the 
beam  locations  form  a  hexagonal  array  which  is  “twisted  "  relative  io  the  lens  array  by  an  angk' 

7r/3  -  4>,  where  <p  is  given  by  Kq.  (A12)  in  the  airpendix.  The  size  of  the  feed  array  is  selected  so  that 
the  path  lengths  through  the  lens  to  the  ai'crture  array  result  in  the  proper  pha.se  distribution  at  the 
design  frequency.  We  know  the  reijuired  pha.se  distrilnnion  from  the  derivations  of  the  appendix 
and  all  phases  are  constraiiu'd  to  he  contained  within  tiu'  range  0  to  27r.  In  determining  the  req!!:i.  i 
path-length  differences,  we  must  take  care  to  avoid  the  discontinuous  phase  steps  tliat  ma;,  be  in 
herent  in  a  modulo  27r  phase  distribution.  Figure  5  illustrates  this  process  for  a  19-elenu  nt  hexago,  . 
array.  Figure  5(a)  is  based  on  Fig.  .\4(a)  in  the  appendix,  except  that  the  integers  have  not  been 
constrained  to  modulo  19  and  the  feed  location  is  indicated.  For  A"  '  19,  the  twist  angle  of  the 
feed  array  relative  to  the  lens  array  is  6.59  ’.  F'igure  5(b)  shov.s  the  next  feed  location  out  from  the 
center  of  the  lens,  together  with  the  corresponding  integer  aperture  distribution.  We  recall  that  the 
element  phases  are  given  by  the  integers  times  2ir/N.  This  multiplying  factor  translates  to  X/A"  for 
path  length.  Thus,  the  path-length  differences  for  the  feed  locations  of  Figs.  5(a)  and  5(b),  relative 
to  elements  a  and  b,  are  20X/19  and  40X/19,  respectively.  This  information,  together  with  a  knowl¬ 
edge  of  the  twist  angle  and  the  geonu  try  of  the  lens,  is  sufficient  to  design  a  3D  lens  that  is  equiva¬ 
lent  to  a  2D  lens. 


A  PRACTICAL  EXAMPLE 

In  1975  the  Federal  Aviation  Administration,  in  carrying  out  the  development  of  the  Micro- 
wave  Landing  System  (MLS),  investigated  the  use  of  microwave  optical  electronic  scanning  antenna 
configurations.  The  question  posed  to  NRL  workers  at  that  time  was  whether  there  was  any  tech¬ 
nique  available  for  reducing  the  size  of  the  microwave  optics  relative  to  the  array  aperture  with 
which  it  was  used.  The  largest  apertures  contemplated  for  MLS  were  about  3.7m  (12  ft)  long,  and 
typical  2D  bootlace  lenses  for  these  apertures  will  have  dimensions  larger  than  this.  No  alternative 
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(a)  First  feed  position  off  axis  (b)  Second  feed  position  off  axis 

Fig.  5  —  Integer  aperture  distributions  for  19-eIenrient  hexagonal  array 
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design  technique  was  found  in  1975  in  spite  of  intensive  effort  by  workers  in  both  Australia  and 
the  U.S. 

The  equivalence  relationship  described  in  this  report  provides  a  means  for  feeding  a  multibeam 
linear  array  with  a  lens  that  is  much  smaller  than  the  array.  The  degree  of  this  size  reduction  is 
roughly  estimated  by  considering  that  the  elements  of  the  feed  and  lens  arrays  of  the  3D  lens  will  be 
spaced  no  more  than  one  wavelength  apart.  Therefore,  the  diameter  of  the  3D  lens  will  be  about 
whereas  the  aperture  of  the  array  will  be  about  N\j2  in  length.  The  ratio  of  lens  size  to 
array  size  is  about  2ly/N,  and  the  relative  size  reduction  is  seen  to  increase  with  N.  For  N  =  100 
we  would  expect  the  lens  to  be  about  1/5  the  size  of  the  array. 

If  the  lens  is  air  filled,  if  we  have  established  the  number  of  elements  and  the  general  lens 
geometry,  and  if  we  impose  symmetry  on  the  feed  and  lens  arrays,  we  can  determine  the  lens 
dimensions.  Figure  6  illustrates  the  geometry  of  the  lens.  It  is  assumed  that  the  arrays  are  hexagonal. 
Symmetry  dictates  that  the  outer  elements  of  the  lens  and  feed  arrays  be  at  the  same  radius.  It  can 
be  shown  from  previously  determined  relationships  that  the  maximum  path  length  difference  for 
the  first  feed  position  off  axis  is 


ALj  =2r(2r  +  l)X/JV. 


For  the  rth  feed  position  off  axis, 


AL^  =  2r2(2r  +  l)X/N. 


We  find  that 


=y/S^  +4iZ2sin2  7/2 

=y/ cos2  7/2  , 


Fig.  6  —  Geometry  of  edge  elements  of  lens  and  feed 
arrays  for  symmetrical  lens 
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whort' 

S  is  the  spacing  hi'tween  I'l'.^t's  ul'  llio  food  and  ien  ;  arrays. 

K  is  till'  radius  uf  the  feed  ami  lens  arrays, 

Ly  is  (he  distance  between  the  eds^e  feed  element  /'and  edfio  len.s  element  (i. 

Lj,  is  the  distance  hi'twt'en  the  edtte  feed  element  /  and  ed^je  lens  element  h. 

7  is  the  twist  antjle,  (/  7r/3. 

Setting  ALi-  =  L/^  -  we  olRain 

2r-(2r  +  l)A;'iV  -  *-  -1/^"  7/2  S'-  t  Iff-  sin-  72  .  (2| 

In  K([.  (2)  the  known  parameters  are  r.  A’,  X,  and  7.  If  S,  R,  or  S  R  is  sjiec  ified,  the  lens  dimensions 
are  determined. 

I’hi.s  concept  has  been  demonstratc'd  C'xperimentally.  .\n  aii  filled  31)  bootlace  lens  was  fabri¬ 
cated  with  37-elem(>nt  hi>\.ijior...u  teed  and  lens  arrays.  'I'he  nn'ay  elemmits  arc  circuUuly  polai  i/.ed 
c'omcal  spiral  radiators.  .\n  e.xternal  view  of  the  lens  structure  is  shown  tn  Fig.  7.  and  a  view  of  the 


79507(2) 

7  —  Air-fillrd  3U  Ions  for  jV  =  37 
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inlcnur  w  uli  ono  <  il'  I  hi'  array,-'  .shown  in  I'l^.  X.  Kijual-li'n^jtli  i-iiaxial  ral  ill's  an-  ronin'i'ii'd  tii't  w  ■  "  -  n 
till'  li'ii-s-array  I'orts  and  a  dT-i'li'ini'iU  lini-ar  array.  I  hi'  linnar  array  I'onsists  <>l'  slot  ti'd  wa\  I'^iiidr 
radialoi's.  1  hr  systrin  is  dosirni'd  to  oiirralr  at  oDhO  .\ll  I/,  ihr  ri'iUrr  id  liir  .M  l.S  liand.  I-  irurr  d 
shows  till-  Irns  array  assrmlil\'  lirmr  irslril  on  ihr  .\  l\  I,  oilliloor  pal  ti'i'ii  raniti  .  I'laiirr  Id  is  a  juiii 
of  thr  mam  lira  ms  of  ihr  pat  Irriis  r,.|U'rati'(i  hy  thr  systrin.  Tiu'  daslird  pa  Ur  in  s  ai'r  rral  my  i,  a  n'. 

Finally .  w r  notr  lhal  ihr  I'quiialrni'r  rrlat  lonships  ilisi  ii.ssi'd  ami  dr rn rd  m  t h is  I'rpoi  i .  I  m  a  ; : 
nrlwri'i;  Iriisrs  and  iirtworks  and  hrtwrrn  21)  and  .'il)  Irii-srs.  ai'r  valid  only  at  a  sinylr  IVi-qiirni  y , 

1  hr  drsirrd  nrt  \\  ork  lirhai  ior  ol'  ihr  Iriisi's  is  olnainrd  hy  I  raiisloriiimr  pai  h  Irnyi  n  d,  Ifrin  ir,  -  a  • , , 
t'hasr  dit  trrrnrrs  Sim  r  Ihr  path  Iriirths  do  not  rhanyr  wit  li  rrr(|Ui  nry .  tin'  j  lia'i  n'lai  rr :  -  ii ;  ps 
rlrarl>'  Will  rhamyr  with  !!r(|iirni'\'.  I' urt  hrrmorr.  whrn  21)  and  .'d)  Irnsr-  arr  madr  niii  a  al.  . :  l .  lin 
phasr  I  iiararti'i'ist U  s  w  ill  also  rhaiiyr  with  rrri|Urm  and  thr_\  will  cluiaar  d;irrrriil!\  i'rrai.-r  tin 
[ lat il  Iriiy'  hs  lor  rquivalrnt  21 )  and  .11)  Iriisrs  will  hr  nuirh  ilitTrrriil .  ( )iir  onymal  rlaini  ol  iriis- 
nrtwork  rquualriu  r  was  hasrti  on  appropriatr  spariiiy  of  thr  radiating  rlrnu'iits  in  thr  arrays 
makiny  up  llir  Irns.  l  itis  rrlationship.  Fip  (]  i.  involvrs  wavrlmyth  and  inimrdiatrly  iiitrodurr~ 
frrqiirm  y  srnsilivity. 

Thrsi'  vonimriits  on  fretiurnry  .sensitivity  shoukl  not  Itr  ronfusrd  with  othrr  wide-hand 
rharaeteristii's  of  lenses.  Siner  tlie  lenses  tlesrrihed  here  are  hasetl  on  yronietneal  o)ities.  their 
heani  positions  are  invariant  with  frequen.-y.  This  is  sometimes  ;i  hiylily  desirahli'  eharaeleristie. 
Nevertheless,  the  lens-feed  array  is  std!  a  narrow-hand  one  from  the  standpoint  of  its  eiiuivalenee 
to  an  itleal  mnltiheam  network,  lor  '.vhieh  the  beam  po.sitions  ehanye  with  freqiieney. 


Fig.  H  —  Lens  interi<ir 
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APPENDIX 

Linear-Planar  Array  Equivalence 


This  analysis  of  planar  arrays  is  based  on  the  following  assumptions: 

•  The  feed  system  is  a  2A-port  multibeam  network,  with  N  input  ports  and  N  output  ports 
which  are  connected  to  the  array,  which  becomes  a  Butler  matrix  for  N  =  “iP . 

•  The  N-element  planar  array  is  located  on  a  regular  infinite  lattice. 

•  The  array  distribution  is  uniform  in  amplitude  (which  follows  directly  from  the  use  of  a 
Butler-matrix-like  feed  network)  and  has  linear  progressive  phases  in  both  dimensions  so  as 
to  produce  a  collimated  radiation  pattern  with  maximum  gain. 

This  analysis  proceeds  in  several  steps.  The  linear-array  feed  networks  are  defined  and  repre¬ 
sented.  Then  a  numbering  procedure  for  the  infinite  lattice  is  presented.  Then  a  procedure  for  de¬ 
fining  a  specific  array  is  derived.  Finally,  the  beam  locations  corresponding  to  a  particular  array 
excitation  are  determined.  Results  are  given  in  detail  for  regular  symmetrical  hexagonal  and  square 
arrays. 

It  is  first  necessary  to  define  the  operation  of  the  feed  network.  The  transfer  matrix  of  the 
network  is  defined  as 


^ok  ’ 


where  is  the  Cth  input,  Egh  is  the  feth  output  (feeding  the  array  elements),  and  is  the  trans¬ 
fer  coefficient.  We  choose,  without  loss  of  generality, 


1  y(fc-i)(8-i)(#.^ 

- e 


k  =  l,...,N,  2  =  1,...,N, 


(Al) 


where  0^^  =  2irlN.  Since  the  amplitude  is  constant  for  all  it  is  possible  to  express  the  transfer 
matrix  in  terms  of  only  the  phase.  If  the  exponent  is  used  and  the  factor  0^  is  omitted,  the  matrix 
portion  of  Tj^g  becomes  an  array  of  integers.  If  we  restrict  the  phase  to  the  range  0  <  0  <  2ir,  the 
term  (k  -  l)(fi  -  1)  becomes  (k  -  1)(C  -  l)mod(M),  and  the  highest  integer  is  N  -  1.  The  resulting 
integer  matrix  is  defined  as  T^,  and  an  example  tot  N  =5  is 


T 


5 


0  0  0  0  0 

0  12  3  4 

0  2  4  1  3 

0  3  14  2 

0  4  3  2  1 


(A2) 


Note  that  every  column  of  T^y  is  a  linear  progressive  phase  distribution,  as  is  required.  Now, 
since  every  column  provides  a  progressive  phase  distribution,  it  suffices  in  analyzing  arrays  fed  by 
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this  network  to  use  any  one  that  contains  ail  the  integers.  This  is  the  crucial  point  on  which  this 
analysis  depends. 

We  now  consider  an  infinite  square  lattice,  representing  possible  radiating  element  positions. 

If  we  are  to  locate  an  N-element  array  on  the  lattice,  the  excitation  of  each  element  in  the  lattice 
can  be  described  by  an  integer,  n  =  0  .  .  .  N  -  1,  where  n  corresponds  to  .  To  satisfj 

the  third  assumption,  concerning  the  progressive  phase  in  both  lattice  dimensions,  we  are  constrained 
to  place  integers  on  the  lattice. 

Figure  .-\1  illustrates  two  such  lattices  for  a  seven-element  array.  The  shape  of  a  planar  seven- 
element  array  can  be  obtained  by  selecting  any  seven  elements,  so  long  as  they  include  all  possible 
integers.  'I’he  resulting  array  can  then  be  fed  by  a  2A''-|iori  multibeam  network  to  form  si'ven  identi¬ 
cal  patterns,  each  with  ma.ximum  pattern  gain.  Some  of  the  pos.sible  array  shapes  are  also  shown  in 
F'ig.  Al.  The  tiling  condition  follows  directly;  Any  allow'able  multibeam  planar  array  can  cover  the 
infinite  lattice.  Completely  and  without  overlap,  by  translation. 

We  must  next  determine  how  a  given  planar  array  will  be  configured  for  a  multibeam  appli¬ 
cation.  Specifically,  how  will  the  2N-port  netw'ork  be  connected  to  the  AT-element  array?  The 
procedure  for  determining  these  connections  is  as  follows. 

The  given  iV-element  planar  array  is  placed  on  the  lattice  with  at  lea.st  two  other  identical 
arrays  placed  around  it  in  a  tiling  arrangement.  Corresponding  elements  are  chosen  on  thiee  contig¬ 
uous  arrays  and  are  assigned  the  same  integer,  say  zero  for  simplicity.  This  situation  is  illustrated 
in  Fig.  A2  for  a  seven-element  array.  We  now  seek  a  set  of  integers  for  the  remaining  lattice  posi¬ 
tions  that  satisfies  the  progressive  phase  requirement.  We  accomplish  this  by  specifying  the  integral 
increment  in  the  two  lattice  dimensions  as  and  riy.  The  equations  relating  and  are 


n^X,^nyY,-Np 

and 

where  ,  Fj )  and  (X2,  Fg)  are  components  of  the  vectors  and  R2  defining  the  translations 
used  to  achieve  the  tiling  condition.  For  the  example  of  Fig.  A2,  R^  =  (3,  2)  and  R2  =  (1,  3).  The 
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Fig.  Al  —  Lattices  for  N  =  7  with 
possible  array  shapes 


Fig.  A2  —  Tiling  arrangement  for 
seven-element  array,  showing 
translation  vectors 
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parameters  p  and  q  are  integers  that  determine  which  of  tlie  N  possible  distributions  is  obtained; 
it  is  usually  satisfactory  to  set  p  =  q  =  1.  Equations  (A3)  then  become 

3n..  +  2fi„  =  7 
y 


and 


n^+3ny  =  7,  (A4) 

for  which  =  1  and  =  2,  and  the  resulting  array  is  shown  in  Fig.  .43(a).  Although  the  array  of 
Fig.  A3(a)  on  its  square  lattice  does  not  appear  particularly  interesting,  skewing  the  grid  to  trian- 
guleir  as  indicated  in  Fig.  A3(b)  suggests  that  a  seven-element  array  is  the  first  in  a  family  of  regular 
hexagonal  arrays. 

The  network  connection  rules  for  the  family  of  regular  hexagonal  arrays  is  readily  found  if  we 
examine  the  geometry  of  the  tiling  arrangement.  If  we  specify  the  size  of  the  hexagonal  array  by  r. 
the  number  of  rings  surrounding  the  center  element,  then  the  following  results  are  obtained; 

N=Br^  +  3r  +  l  , 


Xj  =  2r  +  1  , 

Yi  =r+l, 

X2=r, 

^2  =  2r  +  1  , 

and 

ny=r  +  l.  (A5) 

Furthermore,  we  can  take  =  mr  and  =  m(r  +  1),  where  m  =  l,...,Af-  l,as  long  as  the 
lattice  is  still  covered  by  the  full  range  of  integers  from  OtoN-  1 .  Figure  A4  shows  interconnection 
diagrams  for  19-  and  37-element  arrays.  If  we  try  all  possible  values  of  m,  we  find  six  distinct  inter¬ 
connection  diagrams  for  the  37-element  array,  three  for  the  19-element  array,  and  one  for  the 
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(a)  19-elcment  array 
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Fig.  A4  —  Interconnection  diagrams  for  hexagonal  arrays 


7-element  array.  By  distinet  intereoiineitions  we  mean  that  we  discard  all  rotations  and  mirror 
imafjt's.  Allowed  values  of  and  are  listed  in  Table  A1  for  the  first  four  hexagonal  arrays. 
We  are  led  lo  conjecture'that  the  number  of  distinct  interconnections  is  r(r  +l)/2. 


Table  A1  -  Allowed  Values  of  and 
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A  similar  analysis  can  be  carried  out  for  square  arrays.  In  this  case,  it  is  found  that  the  tiling 
arrangement  is  not  unique,  because  the  arrays  are  aligned  in  strips  which  can  slide  relative  to  one 
another.  However,  a  tiling  arrangement  with  all  possible  integers  which  can  be  fed  by  a  conven¬ 
tional  multibeam  network  or  a  2D  lens  can  also  be  achieved  by  offsetting  one  strip  of  square  arrays 
by  one  element  relative  to  the  next,  as  shown  in  Fig.  A5  for  N  =  16.  If  the  square  array  has  r  ele¬ 
ments  on  a  side,  so  that  N  =  then  the  desired  tiling  arrangement  can  always  be  achieved  by 
setting 


Rj  =(Xj,  yj)  =  (r,0) 

and 

R2=(J^2.  ^2)  =  • 


These  parameters  yield 


n 


X 


=  r 


and 


ny=l.  {A6) 

Furthermore,  as  in  the  case  of  the  hexagonal  array,  we  can  take  =  mr  and  riy  =  m,  where 
m  =  l,...,iV-  l,as  long  as  the  lattice  is  still  covered  by  the  full  range  of  integers  from  Qio  N  -  1. 

We  now  consider  the  locations  of  the  beams  generated  by  the  hexagonal  and  square  arrays 
defined  by  Eqs.  (A5)  and  ( A6).  If  we  know  the  phases  of  a  small  triangle  of  elements  in  the  array, 
we  can  locate  the  beam.  The  geometry  of  these  triangles  is  shown  in  Fig.  A6(a).  We  locate  the 
beams  in  a  Cartesian  sine  space  with  coordinates  defined  as 

-  (27rs/X)  sin  9^ 


and 


Uy  =  (2jrs/X)  sin  Oy  . 
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Fig.  A5  —  Tiling  arrangement  for 
square  array  with  N  -  1 6 
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(a)  Geometry  of  ray  (b)  Ray-path  projections  in  plane  normal  to  array 

Fig.  A6  —  Geometry  of  rays  for  given  array  phase  distribution 
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for  the  triangular  lattice.  Equations  (A9)  are  solved  to  yield 

tan  0  =  /3/o( 


=  2TralN  cos  0  =  27rj3/N  sin  (p 


(All) 


for  the  square  lattice. 


The  nearest  grating-lobe  maxima  for  the  beam  located  at  =  0  are  obtained  for  the 

triangular  lattice  for  the  following  values  of  a  and  j3: 

a  =  ±N,  p  =  0 

a  =  P  =  ±N; 


a  =  0,  /3  =  ±N. 

Equations  (AlO)  locate  these  grating  lobes  at  and  0=0,  tt/S,  27r/3, .  .  .,  57r/3. 

Similarly,  the  nearest  grating  lobes  for  the  square  lattice  are  obtained  for 

a  -  ±N,  0  =  0 


a  =  0,  0  =  ±  AT. 

Equations  (All)  locate  these  grating  lobes  at  =  2ir  and  0  =  0, 7r/2,  tt,  3Tr/2. 

Using  Eqs.  (A5)  and  (A6)  to  define  a  and  0,  we  obtain  the  following  beam  locations: 


for  the  triangular  lattice  and 


0  =  2r  +  1, 

=  2vl{y/R sin  ir/3) , 


cos  0  =  (r  sin  nl3)ly/N 


0=1. 

tan  (p-  \lr. 


(A12) 


=  2its/Frn:iN 


(A13) 
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for  the  square  lattice.  These  results  are  illustrated  in  Fig.  A7  for  a  19-element  hexagonal  array  and  a 
16-element  square  array.  The  beams  are  numbered  according  to  how  far  off  the  axis  of  the  2D  lens 
the  feed  port  corresponding  to  the  given  beam  is  located.  It  is  seen  from  Eqs.  (AlO)  and  (All)  that 
if  we  move  away  from  the  axis  of  the  2D  lens  we  move  away  from  the  origin  of  sine  space  on  a 
radial  line;  that  is,  <p  stays  constant  and  increases  directly  with  a  or  |3.  By  doing  so,  we  are  able  to 
locate  and  number  all  beam  positions. 

Two  features  of  the  beam  locations  shown  in  Pig.  A7  are  noteworthy.  For  the  hexagonal  array, 
the  lattice  of  the  beam  locations  is  rotated  relative  to  that  of  the  array.  The  “twist”  angle  is 
7  =  0-  7r/3,  for  which  we  find  sin  7  =  The  twist  relationship  will  be  important  in  arranging 

the  feed  and  lens  arrays  of  3D  lenses  for  use  with  linear  arrays.  Furthermore,  the  integer  arrange¬ 
ment  for  beam  locations  corresponds  to  one  of  the  arrangements  shown  in  Table  A1  for  element 
assignments.  For  the  square  array,  the  lattice  of  the  beam  locations  is  distorted,  with  the  horizontal 
rows  of  beams  being  tilted  up  by  an  angle  0.  The  dashed  lines  separate  cells  of  grating  lobes.  Thus, 
in  a  practical  application  we  would  probably  desire  to  locate  the  visible  region  within  the  central 
cell.  Note  that  for  the  hexagonal  array  it  would  be  possible  to  locate  the  circular  visible  region  so  as 
to  include  only  one  maximum  of  all  19  beams.  For  the  square  array,  however,  beams  ±2,  ±6,  and 
±8  have  two  maxima  equidistant  from  the  origin.  It  is  not  possible  to  obtain  single  maxima  for  these 
beams  without  translating  all  beam  locations  relative  to  the  origin. 


(a)  19-element  hexagonal  array  (b)  16-clement  square  array 

Fig.  A7  —  Beam  locations  in  sine  space  for  square  and  hexagonal  arrays 
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